










25X1 A 


25X1 A9a 


Approved For Release 2001/07^gg ^g| RDP78-0471 8A002000080001 -2 


Additional Space for DD/P 


NCXPE: J, K and L Buildings are occupied 
extensively by DD/P and certain 
non-DD/P activities using ccmrpara- 
tively small amounts of space. The 
Signal Center occupies 8,685 sq* ft. 
in L Building. This Activity cannot 
be moved for obvious reasons. 

4. It was determined that it would not be feasible to move the 
Office of Security or Office of the Cooiptroller and Audit Staff from 
I Building. Therefore, CCMIO appeared to be the logical candidate for 
the move Inasmuch as its speu:e is used predominately for office purposes. 

5» CCMMO can be moved from I Building (17,100 sq. ft.) providing 
O/TR vacates approxlm^e^l7,000 sq. ft. of the 25,970 sq. ft. 
ciarrently assigned infl^^^and Alcott Hall. This move would bring COMMO 
in close proximity to ^Engineering functions now occupying 13,750 
sq. ft. in Alcott Hall. 

6. As a result of the above-mentioned moves DD/P would acquire 
17,100 sq. ft. of cq>ace in I Building. This figure is 9 , 86 o sq. ft. 
below the total amount requested. 

7* It should be noted that If the moves herein outlined are 
approved emd consummated, the Agency will not reqioire the 31,204 sq. ft. 
in the Pension Building, 6th and F Streets, H. W., assigned by PBS 
effective 8 October 1956. 
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